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LIMITED OFFICIAL USE LIBREVILLE 0036 

E.O. 11652: N/A 
TAGS: MASS, GB 

SUB J : GUNS FOR GABONESE PATROL BOAT 
REF: STATE 1277 

1. DUE TO ABSENCE ON VACATION OF CONSEILLER TECHNIQUE 
CASALTA UNTIL IANUARY 15, GOG WAS UNABLE TO FIND COPIES 
OF SIGNED FRENCH TRANSLATION OF LETTERS OF OFFER AND 
ACCEPTANCE (LOA). HOWEVER, EMBASSY HAD COPIES OF 
DOCUMENTS IN ENGLISH AND ON JANUARY 6 MINISTER OF FINANCE 
MOUKAMBI SIGNED BOTH THE LOA FOR WEAPONS AND THE LOA FOR 
AMMUNITION. THESE WILL BE POUCHED TO DEPARTMENT (AF/C) 
JANUARY 7. HOPEFULLY THIS WILL RESOLVE PROBLEM. 
COUNTRYMAN 



LIMITED OFFICIAL USE 



NNN 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Message Attributes 



Automatic Decaptioning: X 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
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Document Number: 1975LIBREV00036 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D750005-0278 
From: LIBREVILLE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
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Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 
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